SECRET 
Approved For Refesise 2004/05/13--GiA-RP91M00696R088200030003-9 2p 
NATIONAL FOREIGN INTELLIGENCE BOARD 


NFIB-D-29.5/1 
29 July 1976 


MEMORANDUM FOR THE NATIONAL FOREIGN INTELLIGENCE BOARD 


SUBJECT; Highlights of the Recent Strategic 
Warning Review Group Meeting 


REFERENCE: DCID 1/5, "Strategic Warning" 
(Effective 18 May 1976) 


The enclosed memorandum with its attachment from 
the Deputy to the DCI for the Intelligence Community is 
circulated for the information of the Board in response 


to the reference. 


WALTER ELDER 
Executive Secretary 
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Intelligence Community Staff 
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MEMORANDUM FOR THE NATIONAL FOREIGN INTELLIGENCE BOARD 


PROM: feel 
eputy to the DCI for the Intelligence Community 


SUBJECT: Highlights of the Recent Strategic Warning Review 
Group Meeting 


1. DCID No. 1/5 requires the Strategic Warning Review 
Group to "review the functioning of the Strategic warning 
process and report periodically--at least annually--to the 
NFIB on its findings." At a Review Group meeting in June 
several important issues were addressed. However, I do not 
believe it necessary to discuss these issues at an NFIB 
meeting at this time. Attached, for your information, are 
the minutes of that meeting. 


2. No further NFIB action is required. 


Attachment: 
Minutes of the 11 June SWRG Meeting 
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